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CONEIDENTIAL ISTANBUL 2710 

DEPT FOR A/SY/T, ATHENS EOR TSO; FKET EOR RSS; 

ANKARA EOR RSO 

E.O. 11652: GDS 

TAGS:ASEC 

SUBJ: CCTV CAMERA 

REF: ATHENS 6860 

1. NONCORDE MTC-21 MARK II NON DAY NIGHT TYPE CCTV CAMERA 
ARRIVED ISTANBUL 20 JULY, REGISTRY NO. 3235412. 

2. CAMERA DAMAGED IN SHIPMENT. ED 50/60 SWITCH BROKEN AND 
REPAIRS WERE ATTEMPTED BY CEO DEBNAR. LENS WAS MATCHED 
TO CAMERA AND MOUNTED ON PEDESTAL. WHEN PLUGGED IN AND 
TURNED ON THE VOLTAGE METER IN REAR OE CAMERA WOULD PEG ON RED 
AND THEN FALL TO NOTHING. VOLTAGE METER WOULD THEN CLIMB 
PARTIALLY INTO LOW RED AREA, ELUCTUATE VIOMENTLY AND PEG AGAIN, 
ONLY TO FALL OFF. PICTURE ON MONITOR WAS ONLY VERTICAL AND 
HORIZONTAL LINES. ADJUSTMENT TO ED 50/60 SWITCH DID NOT ALTER 
VOLTAGE METER READINGS. 

3. NEW CAMERA WAS TAKEN DOWN AND HOOKED DIRECTLY INTO MONITOR. 
VOLTAGE METER STAYED IN LOW RED AREA. PICTURE ON MONITOR WOULD 
COME AND GO AS VOLTAGE METER FLUCTUATED. AT NO TIME WAS PICTURE 
BETTER THAN SHADOWED EIGURES AND THERE WAS A PROMINENT HORIZONTAL 
LINE THROUGH THE MIDDLE. 
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4. OLD CAMEA WAS HOOKED DIRECTLY TO MONITOR AND SHOWED A 
EUZZY PICTURE. MONITOR WOUED REACT WITH HORIZONTAL AND 

VERTICAL LINES WHICH ROLLED WHEN VOLTAGE METER ON REAR ELUCTUATATED. 
LENS WAS REMATCHED TO CAMERA AND CAMERA REMOUNTED OUTSIDE. 

PICTURE WAS AT EIRST DARK AND ROLLED. MONITOR AND CAMERA SHUT 
OEF EOR TEN MINUTES AND TURNED BACK ON. CAMERA AND 
MONITOR SHOWED GOOD PICTURE. ADJUSTMENTS ON ED 50/60 SWITCH 
HAD NO BEARING ON PICTURE. VOLTAGE METER IN GREEN NORMALLY. 

5. CCTV CAMERA DESCRIBED IN PARA 1 ABOVE BEING RETURNED 
TO A/SY/T UNDER REGISTRY NUMBER 2042336. REQUEST 
IMMEDIATE REPLACEMENT AS OLD CAMERA STILL EXPERNENCES SAME 
PROBLEM. 

6. CAMERA APPEARED TO BE WELL PACKED BUT ED 50/60 SWITCH WAS IN 
DEPLORABLE CONDITION. 
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